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EXPLANATION 

61.8 Observation well. Number is altitude of water level in 
feet above National Geodetic Vertical Datum of 1929 


Potentiometric contour shows altitude of water level 
in tightly cased wells. Dashed where inferred. Contour 
interval 10 feet. NGVD of 1929 
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POTENTIOMETRIC SURFACE OF MAGOTHY AQUIFER IN NORTHERN PART OF TOWN OF BROOKHAVEN, LONG ISLAND, APRIL 1979 


